To: 

Atkins,  Blake[Atkins. Blake@epa.gov] 

From: 

Ray,  Lauren 

Sent: 

Mon  8/10/2015  6:49:13  PM 

Subject: 

RE:  Availability  to  Deploy  to  NM 

Blake: 

What  is  the  projected  schedule  (how  long  would  one  be  deployed  to  the  site  for)? 


Thank  you. 


Lauren  Ray 
U.S.  EPA,  Region  6 

Water  Quality,  Groundwater/UIC  Section 

(214) 665-2756 

ray.lauren@epa.gov 


From:  Atkins,  Blake 

Sent:  Monday,  August  10,  2015  12:20  PM 
To:  R6  6WQ-SG 

Cc:  Dellinger,  Philip;  Brown,  Jamesr;  Restivo,  Angela 
Subject:  Availability  to  Deploy  to  NM 


Please  share  your  availability  over  the  next  3 weeks  to  provide  support  on  the  Gold  King  Mine 
response.  We  especially  need  to  know  of  immediate  deployment  capability,  this  week. 


Thanks. 
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